ALAN’ & Albrecht 


The World in Communication 


CE- Declaration of Conformity 


CE 


We hereby declare that our product: 


Stand Charger for PMR 446 radios ALAN 441 


CA 441, order No. C 691 


satisfies all technical regulations applicable to the product within the scope of EU Council 
Directives and harmonized European Standards: 


73/23/EEC, 89/336/EEC and 99/5/EC 
EN 55014, A1, 1993 
EN 61000-3-2, 1995 
EN 61000-3-3, 1995 
EN 55014-2, 1997 
EN 61558-1, A 1, 1997 
The charger is electrically identical to ALAN CA 456, tested with test report 9819274/01-02-V-1 
issued and produced by CTE International S.R.L. Reggio Emilia, Italy. 


Distributor in Germany: 
ALAN Electronics GmbH 
Daimlerstr. 1 k 
63303 Dreieich 


Point of contact: Wolfgang Schnorrenberg 


Place and date of issue: 


Dreieich, 05.03.2002 a vibe 


(Signature) 
Dipl.-Phys. Wolfgang Schnorrenberg 
Technical Manager 


